
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



72 BOTANICAL GAZETTE Ijantjary 

compilation. In this way credit due other investigators appears to belong 
to Ewart, and no one has suffered more in this respect than the writer. — 
William Crocker, The University of Chicago. 



RESPIRATION CALORIMETER 

On p. 133 of the second edition of Professor W. F. Ganong's admirable 
Laboratory course in plant physiology, which has just appeared, and a 
copy of which has come into my hands through his courtesy, I am inter- 
ested to find a Dewar flask figured as a respiration calorimeter. Before 
my recent paper was published (Box. Gazette 46:193-202. 1908), I 
wrote to Mr. Ganong, knowing that he was preparing a second edition of 
his book, asking him to put my calorimeter into it. He wrote that his 
book had already gone to press. When my paper appeared he wrote 
again, saying that he "had been using the Dewar bulbs as a respiration 

calorimeter some four years past Of course the point about the 

prior use of the bulbs is of no consequence whatever, and I mention it 
now because of the coincidence in your asking me to mention their use in 
my book." 

So far as priority of use is concerned, it lies obviously with Mr. Ganong. 
To acknowledge this, and to record another of the curious coincidences 
which after all are not altogether rare in the history of science, is the pur- 
pose of this note. — George J. Peirce, Leland Stanford Junior University. 



CRATAEGUS IN COLORADO 

The attention of the writer has been called by Mr. W. W. Eggleston to 
a misstatement in an article in this journal for November, 1908. On p. 
382, line 4, I should have said that the species described resembles most 
C. erythropoda, of the forms known to the writer in northern Colorado. — 
Francis Ramaley, Boulder, Colorado. 



